CHAPTER  VI
AT  THE  COURT  THEATRE
ILLNESS prevented Ellen Terry from playing Blanche Haye to the end of the run of " Ours." When next she appeared on the stage it was as a member of the company of the Court Theatre, at that time under the management of Mr. John Hare. Early in November, 1876, an "original comedy" by Charles Coghlan, entitled " Brothers/' was produced, the chief interpreters being-Mr. Hare, Mr. Kelly, Mr. H. B. Conway, and Miss Terry. In spite of the excellent acting of these artists, the piece failed to attract. Writing in "The Academy" of Miss Terry's performance in this play, Mr. Frederick Wedmore says: " Miss Ellen Terry, in the character of Kate, the heroine, is intrusted with no strong dra-90